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DEPT PASS lO/SCT AND NRS 

EO 11652: N/A 

TAGS: AORG, OCON, IAEA TECH 

SUBJ: WORKING GROUP MEETING OF TECHNICAL REVIEW COMMITTEE 
ON SAFETY GUIDE AQIO "QUALITY ASSURANCE FOR AUDITING 
OF NUCLEAR POWER PLANTS," VIENNA, JAN. 10-14, 1977 

1. MISSION HAS RECEIVED LETTER FROM AGENCY REQUESTING 
THAT USG NOMINATE "AS SOON AS POSSIBLE" A PARTICIPANT 
TO ATTEND REFERENCED MEETING AS WELL AS TO ATTEND 
FOLLOW-UP MEETING OF THE TECHNICAL REVIEW COMMITTEE, 
MARCH 21-25, 1977. 

2. AGENCY WILL PAY COSTS OF PARTICIPATION, , INCLUDING 
TRAVEL AND PER DIEM. 

3. AGENCY HAS ALSO SUGGESTED THAT, IF AVAILABLE, 

MERRIT E. LANGSTON WOULD MAKE SIGNIFICANT CONTRIBUTION 
TO WORK OF THIS WORKING GROUP. 

4. COPY OF LETTER POUCHED TO AMMONS/ERDA. PLEASE 
ADVISE.STONE 
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